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Just as the trained surgeon 
of today performs miracles in 
the operating room, Roddis 
Plywood and Doors perform 
“‘miracles’” in modernizing 
hospitals.. The above picture 
shows one of the operating 
rooms at the Charity Hospital 
of Louisiana at New Orleans. 


Think of it—4,500 Roddis- 
craft flush doors were fur- 
nished for this beautiful 
Charity Hospital job. They 
were all fitted to the EXACT 
size and finished complete at 
the Roddis factory with 7 
coats of finish on 2 faces 
and 4 edges, with the final 
coat hand-rubbed to a dull 
gloss. Imagine the saving of 
time and labor ‘‘on the job.” 
No wonder the big builders 
of today include ‘‘Roddis- 
craft’’ Doors in their speci- 
fications. 


For Over 


30 Years the roddis 
Company has maintaihed a 
high quality finishing depart- 
ment equipped with the very 
latest, modern machinery. 
Skilled experts who do this 
exacting work are trained to 
match perfectly architects’ 
samples and specifications. 


From Coast-to-Coast hospitals that demand 
equipped with Roddis Products. The picture 
was taken at the White Plains Hospital in K 
will find real beauty and charm in the blen 
masterpieces of various woods, such as Jap: 
pathian Elm Burl used for wainscoting, counte 
giving that feeling of softlike sturdiness, 

friendly atmosphere which is sought by the 
help render the best possible service to their 


“Be quiet—please don’t make any unnecess:z 
must have everything as ‘‘soundproof”’ as pos 
laboratory tests proved the superiority of so 
hollow core type in the doing away with the 
sound, but also this is being proved by actus 
hospitals. Roddis soundproof doors insure the 
the hospital patients, as well as the staff. 


“Fire! Fire!’ The horror of all hospitals is a + 
core door is so constructed as to hold back th: 
and shield the occupants of rooms against 
spreading through the doors, which are u: 
natural fire hazards. | 


Roddis 5-ply, flush type, veneer doors just ca 
of shape. They open and close with that ‘‘t 
cause they are permanently waterproof, they 
cay, mildew and fungi. 


‘‘A door for every use and purpose”’ is the s 
X-ray rooms Roddis manufactures a special s: 
with a sheet of lead inside the full door, hel: 
cealed lead-covered bolts. 
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Roddiscraft Doors which are 
manufactured with Roddis 
standard solid core construc- 
tion have withstood the test 
of time. Many installations 
have given continuous satis- 
factory service for more than 
30 years in hospitals, hotels, 
apartment houses, schools, 
public buildings. .and fine 
residences. 
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For your protection each Rod- 
discraft Door is permanently 
marked with the Roddis red, 
white, and blue dowel in- 
serted in the edge. 


In the modern hospital, as you 
look down the hallways, you see 
door after door, where absolute 
quiet is very essential. Roddis 
Soundproof doors are ‘“‘tailor- 
made”’ to handle this type of job 
perfectly. 


Soundpreof doors are made to 
order to fit the requirements 
of each job. In general appear- 
ance they look like a standard 
flush door and buildings may be 
partly-equipped with soundproof 
doors and the balance of the 
doors made to match. This per- 
mits the architect to use the 
same type of veneer throughout 
the building. 


Roddis Doors are manufactured 
to the exact specifications of 
hospital door requirements, are 
also available in various woods, 
designs and sizes suitable for 
residences and commercial jobs. 


While Roddis Doors are furnished 
without jambs. or hardware, if 
desired, Roddis can furnish. a 
special bottom strip as shown in 
the illustration above, with au- 
tomatic, solid brass, jamb button 
and striker that seals the bot- 
tom against sound leakage under 
the door. Hospital, doors are 
supplied 4 feet.and wider. with- 
out sacrificing any strength and 
without warping. 


You will always find the Roddis 
Organization of ‘specialists is 
anxious and willing to help you 
with your specifications on any 
size or type of building. The 
way things are constantly chang- 
ing it is important to get a com- 
plete estimate on your. specifi- 
cations before submitting a price 
on any job. Remember the Rod- 
dis Organization is willing and 
anxious to work with you. 


.  Gladly Given 
. We will be delight- 
ed to furnish you 
estimates on any 
job or -erguaieeabiiag 


Estimates — 


that you are nee 


ing. Our service is 
serving you. Any 
information or quo- 
tations that you 
want will be fur- 
_. nished to you with- 
out cost or obliga- 


tion at any time. 


\ 


| FOR BIG 
OR LITTLE JOBS 


ULOYTSOYERUD ERT UAN LEY ALAR AS UAL ETA 


You will make friends and satisfy your customers by furnishing Roddis Plywood and Doors. 
To insure you prompt service, we try to carry a well-balanced stock of the various kinds of 
woods in our warehouse, located close to you for prompt service. Yet, today, it is impossible 
to have all sizes in stock. To make sure that we can furnish you exactly what you need, when 
you need it, drop us a line or give us a call. 
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